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Treasury Department, 


BUREAU OF THE MINT, 
Ny astingi I, OD E. April 9 , SSI 7T 
watts 

According to the Coiner’s monthly reports for January, Feb- 
-ruary and March, 1887, the total number of proof pieces, Simnes vf 
during the first quarter of 1887 was 403 ($1399.50) of gold and 
1520 ($703.)_ of piven (See also Cashier’s daily statement, 
March 30. ) According to the quarterly report of the same of- 
-ficer for the period named there were coined of gold 403 and of 
Silver 1710 pieces, an excess of 190 of the latter compared with 
his monthly statements. Please explain how such a discrepan- 
-cy could occur. 

The quarterly report of coins in the care of the Medal Clerk 

shows that of the 1520 silver coins received from the Coiner 1272 
were sold and 248 were on hand March 31; while of the gold 288 
were sold and the remainder (115) "returned to circulation." 
By referring to the Cashier’s daily statement for March 50, how- 
-ever, it will be seen that one complete set of coins is in the 
pyx, out of the control of the Medal Clerk, and certainly not 
"returned to circulation" March 31. 

Where coins are reserved for the pyx or for the cabinet of 


the mint a memorandum of the number and denominations should 
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accompany the Superintendent’s quarterly Pest of proof coins, 
&e., and when put into circulation over the Cashier’s counter the 
Bureau of the Mint should be officially indéormed.. This was 
formerly the practice, as you will perceive by your predecessor’s 
letters of April 9, 1884, and February 19, 1885. 


AS Very respectfully, 
3s 


- ' 


we Director of the Mint. 
Hon.Daniel M.Fox, 
Superintendent U.8.Mint, — 


Philadelphia. “4 
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[Letter One: ] 

[Abstract:] According to Coiners monthly Report for Jan. Feby. Mch 1887.— There is a 
difference in Cashier Daily Statement March 30. and the Jan report of same officer. Explain why 
such discrepancies should occur. 


Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 
April 9, 1887 


Sir: 


According to the Coiner’s monthly reports for January, February and March, 1887, the total 
number of proof pieces struck during the first quarter of 1887 was 403 ($1399.50) of gold and 
1520 ($703.) of silver. (See also Cashier’s daily statement, March 30.) According to the 
quarterly report of the same officer for the period named there were coined of gold 403 and of 
silver 1710 pieces, an excess of 190 of the latter compared with his monthly statements. Please 
explain how such a discrepancy could occur. 





The quarterly report of coins in the care of the Medal Clerk shows that of the 1520 silver coins 
received from the Coiner 1272 were sold and 248 were on hand March 31; while of the gold 288 
were sold and the remainder (115) ‘returned to circulation.’ By referring to the Cashier’s daily 
statement for March 30, however, it will be seen that tone complete set of coins is in the pyx, out 
of the control of the Medal Clerk, and certainly not ‘returned to circulation’ March 31. 


Where coins are reserved for the pyx or for the cabinet of the mint a memorandum of the number 
and denominations should accompany the Superintendent’s quarterly report of proof coins, &c., 
and when put into circulation over the Cashier’s counter the Bureau of the Mint should be 
officially informed.. This was formerly the practice, as you will perceive by your predecessor’s 
letters of April 9, 1884, and February 19, 1885. 


Very respectfully, 
James P. Kimball 
Director of the Mint. 


Hon.Daniel M.Fox, 
Superintendent U.S.Mint, 
Philadelphia. 


Received April 11, 1887 
U.S. Mint, Phila. 
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[Letter Two:] 
US. Treasury Department 
In relation regard to the first paragraph of the Directors letter of the 9" inst relative to proof coins 


delivered to the Superintendent 1 quarter ended Mch 31:, of the Coiners report rendered shows 
the following: 


























Gold Silver 

No of pieces | Value No of pieces | Value 
Struck during the quarter 405 13992 1710 812. 
Delivered to the Superintendent 403 13992 1520 703 
Balance on hand --- --- 190 109. 














The amounts delivered to the superintendent agree with the cashier and Medal Clerk — the 
excess referred to, is the balance on hand as shown in the above statement. 


W.S. Steel 


